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)l, Aur^ust 

STATINTL 

SUBJECT; Immunization Center in Curie Hall 

1, This room is one of the top priorities for air 
conditioning:',. 

2, These units were placed in operation in the Center 

on 2 Auf-^ist they were cut in well in advance of the balance 

of Curie Hall, It is hoped they will eliminate the heat problem 
in that area. 
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